11L Hydroponic Dutch Bucket 
{NatureHydro {NatureHydro 


v 
anlen 


‘*~ NatureHydro 


The Dutch Bucket is an efficient drip irrigation system and is extremely suitable for larger, long-term crops such 
as vine tomatoes, peppers (capsicum), cucumbers and even roses. You can use just about any type of growing 
media, including expanded clay pellets, perlite, and coconut coir. 
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Material: PP&UV 
Volume: 11L 
Weight: 0.4kg 


23cm 


High quality hydroponic bato bucket/Dutch Bucket for greenhouse are designed to be fed by drip emitters and 
plumbed to drain using a common 1.5" PVC pipe, purchased locally. 


Siphon Elbows regulate safety reservoir of nutrient solution at bottom of bucket to 1" deep. This feature prevents 


growing medium from drying out and causing water stress between irrigation cycles. Siphon pipe also prevents 
over accumulation of nutrient solution. Two siphon elbows are recommended per each bucket. 
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Greenhouse Layout 
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Nutrient drip in the bucket 


Nutrient feed pipe 
Drain pipe 


Nutrient tank 
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Product link : https://www.naturehydro.com/11I-hydroponic-dutch-bucket.html 
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